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or Digital Equipment Corporation as to the accuracy or functioning of the 
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CHARACTER OVERFLOW CHANGE TO PDP-8 PAL 3 


DECUS Program Library Write-up 


DECUS No. 8-262 


SwS“' 3 «f k AL 3 a “ embly lis,in9 ' in P“ f ,ext is accumulated a line at a time in high core 
L R° h T chOTaCters l are contained on one line, overflow will occur into the area reserved 
Binary Loader, since there is no check on the number of characters ner lino Tt, j 

revision will inhibit storage of characters after the first 86. 6 * 3r °* :>OSe 


LOCATION 

#1517 

1520 

1521 

1522 

1523 

1524 


CHANGE FROM: 

TAD PF 
SMA CLA 
JMP .+3 
TAD CHAR 
DCA I AUTOC 
TAD CHAR 


TO; 

TAD AUTOC 

TAD MLIM /NEG IF ROOM 

AND PF /AND PASS 3 

SPA CLA 
JMP STORE 
B,TAD CHAR 


1573 

1574 

1575 

1576 


MLIM, 202 /2-7600 

STORE, TAD CHAR 

DCA I AUTOC 
JMP B 
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CHARACTER OVERFLOW CHANGE TO PDP-8 PAL 3 

DECUS Program Library Write-uD 

- DECUS No. 8-262 


line - ■«. 

for Binary Loader, since there is nTcfeck on X, n \ ^ T ° CCUr int0 ,he «<■ reserved 

revision wii. inhibit storage of cCacts afterte fi^ Cl, ° raC,erS ^ Th ° W* 


LOCATION 

1517 

1520 

1521 

1522 

1523 

1524 


CHANGE FROM; 

TAD PF 
SMA CLA 
JMP .+3 
TAD CHAR 
DCA I AUTOC 
TAD CHAR 


TO; 

TAD AUTOC 

TAD MLIM /NEG IF ROOM 

AND PF /AND PASS 3 

SPA CLA 
JMP STORE 
B,TAD CHAR 


1573 

1574 

1575 

1576 


MLIM, 202 /2-7600 

STORE, TAD CHAR 

DCA I AUTOC 
JMP B 
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